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25X11 | | 
25X1 to[ _—s(DISTRIBUTION THIS MESSAGE LIMITED TO THOSE WITH 
ABSOLUTE NEED TO KNOW. a 
22 MADE FOUR STARTS WITH MANUAL HsD CART CONTRG., ALL SATISFACTORY, 
ONE ATTEMPT AUTOMATIC CONTROL AFTER PRESUMASLY SETTING UP SPEED a 
CUTOUT SWITCHES WAS UNSUCCESSFUL WITH RART CUITING OUP AT 278g 
ENGINE SPEED, | _— 
ee Se AM DEMONSTRATION OF ENGINE OPERATION TO AF PERSONNEL, [| 28K1 
25X1 |_]PEOPLE AND[ SATISFACTORY, SEVERAL OPERATED THROTTLE 
TO DEMONSTRATE TO THEMSELVES, 
4o PM RUNeYP MADE TO CHECK+OUT SECOND OPERATOR, ON SNAP DECEL- 
ERATION FROM MAX HE INADVERT ANTLY WENT TO CUT-OFF AND ENGINE SHUT 
DOWN, FUEL FROM SPARY BARS CAUGHT FIRE BUT NO DAMAGE, ENGAGED 
STARTER IN ABOUP ONE MINUTE AND CRANKED SLOWLY, THEN RESTARTED OK, 


25x 


, 
yoy 


SLIGHT RUB DURING CRANK, SUBSEQUENT RUNNING OK, 
3 os 
5 ENGINE READY TO PULL AS SOON AS ELECTRICAL CHECK OF REMOTE 
TRIMMER WIRING COMPLETED, TRIM MOTOR DID NOT TURN WHEN SWITCH 


ENERGIZED, 
. SZ CRET 
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25x1 (6D>[_| ON Pm Run INSTALLED SHORT STANDPIPE Af WYDRAML Ic 
PRESSURE GAGE CONNECT IGN TO SIMULATE TRANSDUCER INST ALL Af ION, 
HAD NO APPRECIABLE AFFECT ON NOZZLE STABILITY, 

25x1 GiP[__] MLA EVENTS As NOTED ON THROTTLE QUADRANT IN CONTROL © eS 


ROOM WEREs 400" SL : 
~ Ay NOZZLE STARTS TO CLOSE 57 DEGREES. 50 - 
B. NOZZLE FULL OPEN ON DECELERATION 52 DEGREES, 52 | - 
C, MIL FLAT STARTS AY 65 DEGREES, b0 vo 
‘De A/B LITES AT 71 DEGREES, | b7 


ACK IN CABLES AND/OR FLEXIBILITY IN SYSTEM PROBABLY ACCOUNTS FoR 
MOST OF 5 DEGREE SPREAD IN ITEMS A AND B, 
8 PLA INDICATOR NOT HOOKED DIRECTLY TO ENGINE CONTROL DUE 
ENG INE PIPE INTERFERENCE, THIS PIPE Is DIRECTLY IN FRONT OF CL OF 
CONTROL SHAFT AN) SHOULD BE MOVED TO CLEAR INDICATOR DRIVE SHAST 
iF YOU WANE THIS DIRECT READING ON 203. 
25X19, «MERE IS SLIGHT OTL WETTING OF THE MAIN GEAR 
BOY JUST ABOVE THE STARTER PAD ON THE LEI? SIDE, THERE Is 4& WELD 
REFAR IN THIS AREA, WHEN ENGINE RETURNS FOR MODIYICAT ION THis 
| SHOULD BE CHECKED, CONDIYION AY MOMENT GEARS HO FURT IEE CONCERN, 
25X1 7 | 292 CONTROLS WiLL NOT aE ae. BEL, HAVE 
PRODUCT ION PRESERV AT IVE PROCEDURES AND EQUIPMENT SHOULD BE MADE 
AVAILABLE FOR POSSIELE FUTURE NEED, 
END OF MESSAGE 
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